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TAGS: BEXP, BE 

SUBJECT: US CATALOG SHOW AT MEDICAL AND HOSPITAL EQUIPMENT 
SHOW, BRUSSELS OCTOBER 20-27,1977 

MR. BART SMIT, DIRECTOR STATE OF ILLINOIS BUSINESS AND 
ECONOMIC DEVELOPMENT EUROPEAN OFFICE IN BRUSSELS 
RECOMMENDS THAT THE FOLLOWING FIRMS BE CONTACTED FOR 
PARTICIPATION IN BRUSSELS CATALOG SHOW OF MEDICAL AND 
HOSPITAL EQUIPMENT, CENTRE ROGIER, OCTOBER 20-27, 1977 

THIS IS MR. SMIT'S LIST OF NAMES, ADDRESSES AND PERSON TO 
CONTACT FOR 16 ILLINOIS FIRMS: 

MR. RODGER GOSSETT 
AMERICAN MEDICAL PRODUCTS CO. 

(AMPCO) 

BOX 34, LIVERTY STREET 
EVANSVILLE, ILLINOIS 62242 

MR. JAMES YOUNG 
DENOYER-GEPPERT 
DIVISION OF TIMES MIRROR 
UNCLASSIFIED 
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5235 NORTH RAVENSWOOD AVENUE 
CHICAGO, ILLINOIS 60640 

MR. J.O. LILLGE 

EDER INSTRUMENT CO.. INC. 

5LL5 NORTH RAVENSWOOD AVENUE 
CHICAGO, ILLINOIS 60640 
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MR. H.R. GRIESHABER 

GRIESHABER MANUFACTURING CO. INC. 

7020 WEST CULLOM AVENUE 
NORRIDGE, ILLINOIS 60634 
MR. HOWARD HART 
MERITAS 

140 SOUTH DEARBORN STREET 
CHICAGO, ILLINOIS 60603 

MRS. M. KAPLAN 

W.G. WHITNEY CORPORATION 

9111 NORTH TERMINAL AVENUE 

SKOKIE, ILLINOIS 60076 

MR. HENRY L. REDA 

ADORN PRODUCTS 

4L40 W. CHICAGO AVENUE 

CHICAGO, ILLINOIS 60651 

MR. DONALD PERSER 

BALLERT ORTHOPEDIC CORPORATION 

2445 W. PETERSON AVENUE 

CHICAGO, ILLINOIS 60659 

MR. IOHN W. MARTIN 

CAMERON-MILLER INC. 

3949 S. RACINE 
CHICAGO, ILLINOIS 60609 
MR. S.R. FLORSHEIM 
GRAF APSCO OF ILLINOIS INC. 

864 WASHINGTON STREET, P.O. BOX 192 
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WOODSTOCK, ILLINOIS 60098 
MR. IOHN MAZZONI 

INSTRUMENTATION & CONTROL SYSTEMS INC. 

129 LAURA DRIVE 
ADDISON, ILLINOIS 60101 
MR. J.H. FISHER 
INTERNATIONAL M.D. INC. 

725 COUNTY LINE ROAD 
DEERFIELD, ILLINOIS 60015 
MRS. LINDA TENUTA 
LAB-LINE INSTRUMENTS INT. CORP. 

L5TH & BLOOMINGDAGE AVENUES 
MELROSE PARK, ILLINOIS 60160 

MR. LAWRENCE KESSLER 
SONOSCAN INC. 

720 FOSTER AVENUEBENSENVILLE, ILLINOIS 60106 
MR. BRUCE MELBERG 
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ROBERT A. STOUGH 7 CO. INC. 

325 W. HURON STREET 
CHICAGO, ILLINOIS 60610 

MR. MIKE TROYER 
TELEMEDIA INC. 

500 N. MICHIGAN AVENUE 
CHICAGO, ILLINOIS 60611 

THESE FIRMS PARTICIPATED IN RECENT HEALTH CARE SHOW AT 
PARIS TRADE CENTER. CHAMBERS 
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